136    DOCKETED ITEMS

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety {Post 870729).
91/07/08. Consolidated Edison Co. of New York, inc. 63pp. 58464:001-58464:065.

9107120026 Forwards safety insp repts 50-373/91-10 & 50-374/91-09 on 910528-
0613.Unresolved item re safety evaluation for increase in flow rate for offgas sys iden-
tified.

WRIGHT.G.C., JORDAN.MJ. Region 3 (Post 820201). 91/07/08. REED.C. Common-
wealth Edison Co. 2pp. 58381:134-58381:145.

-9107120034 Safety insp repts 50-373/91-10 & 50-374/91-09 on 910528- 0613.Major
areas inspected:sys mods & design changes implemented in recent yrs.
YIN.I.T., NEJFELT.G.M., PHILLIPS.M.P. Region 3 {Post 820201). 91/07/08. 10pp.
58381:136-58381:145.

9107190213 Forwards response to NRC 910614 Itr re violations noted in Insp Repts 50-
373/91-09 & 50-374/91-OS.Corrective actions: Tech Spec weekly surveillances re-
vised to require checking drywell & suppression chamber.

KOVACH.TJ. Commonwealth Edison Co. 91/07/15. Document Control Branch (Docu-
ment Control Desk). 4pp. 58515:077-58515:080.

9107230139 Forwards requalification exam repts 50-373/OL-91-01 & 50-374/OL-91-01
on 910513-17 & 20-24.Three weaknesses noted during exams.
WRIGHT.G.C. Region 3 (Post 820201). 91/07/15. REED.C. Commonwealth Edison
Co. 2pp. 58480:296-58480:308.

'-9107230158 Exam repts 50-373/OL-91-01 & 50-374/OL-91-01 on 910513-17 & 20-
24.Exam   results:five   crews  satisfactorily   passed   dynamic  simulator  portion  of
exam.Total failures consisted of one SRO.one RO & one crew.
DOORNBOS.R. Region 3 (Post 820201). 91/07/11.11pp. 58480:298-58480:308.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107260101 Ack receipt of 910715 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-373/91-09 & 50-374/91-08.

T insp    .

GREENMAN.E.G.   Region  3  (Post  820201).
Edison Co. 2pp. 58536:027-58536:028.

91/07/22.  REED.C.  Commonwealth

9107310367 Forwards Safety Insp Repts 50-373/91-11 & 50-374/91-10 on 910529-
0716.NO violations noted.

SHAFER.W.D. Region 3 (Post 820201). 91/07/26. REED.C. Commonwealth Edison
Co. 2pp. 58622:122-58622:134.

-9107310370 Safety Insp Repts 50-373/91-11 & 50-374/91-10 on 910529-0716.No vio-
lations noted.Unresolved item noted re mechanical failure of condensate valve.Major
areas inspected:LERs & monthly mamt/surveillance observations.
BURGESS.B.L. Region 3 (Post 820201). 91/07/26. 11pp. 58622:124-58622:134.

R. Periodic operating reports & related correspondence

9107170227 Monthly operating repts for June 1991 for LaSalle County Nuclear Power
Station.W/910710 Itr.

CIALKOWSKI.M.J.,  DIEDERICH.GJ.  Commonwealth Edison Co.  91/06/30.  27pp.
58483:020-58483:046.

S. Reportable occurrences, LERs & related correspondence

9107230150 LER 91-004-00:on 910617.reactor bldg ventilation sys inboard isolation
dampers discovered closed.Caused by inadvertent mechanical shock.General Informa-
tion Notice 91-046 issued to tailgate Maint personnel.W/910717 Itr.
WIERCIAK,L,    DIEDERICH.GJ.    Commonwealth    Edison    Co.    91/07/17.    4pp.
58627:343-58627:346.

9107230397 LER 91-004-00:on 910621,pressure differential switch found failed.Caused
by   diaphram   failure.Cause   of   diaphram   failure   unknown.Replacement   switch
installed.calbr & functionally tested satisfactorily.W/910718 Itr.
BRYANT J.E.,    DIEDERICH.GJ.    Commonwealth    Edison    Co.    91/07/18.    5pp.
58628:033-58628:037.

9107310250 LER 91-007-00:on 910626,control room ventilation charcoal absorber actu-
ation occurred.Due to inadvertent bumping during nearby maint activity.Charcoal ab-
sorbers realigned to normal bypass nnode.W/910723 Itr.

BUCIO.G., DIEDERICH.GJ. Commonwealth Edison Co. 91/07/23. 4pp. 58689:204-
58689:207.

9107310110 LER 91-006-00:on 910321,Unit 2 primary containment integrity discovered
inoperable.Caused by procedural deficiency.Event tailgated by all depts emphasizing
that when requesting special procedure.personnel be aware.W/910726 Itr.
ALLEMAN.C.L,   DIEDERICH.GJ.   Commonwealth   Edison   Co.   91/07/26.    7pp.
58689:176-58689:182.

V. Operator Examinations

9107030017 Advises that listed ref matl required prior to operator & senior operator li-
censing exams scheduled for wk of 911007.

WRIGHT,G.C. Region 3 (Post 820201). 91/06/28. REED.C. Commonwealth Edison
Co. 11pp. 58265:004-58265:014.

9107230139 Forwards requalification exam repts 50-373/OL-91-01 & 50-374/OL-91-01
on 910513-17 & 20-24.Three weaknesses noted during exams.
WRIGHT.G.C. Region 3 (Post 820201), 91/07/15. REED.C. Commonwealth Edison
Co. 2pp. 58480:296-58480:308.

-9107230158 Exam repts 50-373/OL-91-01 & 50-374/OL-91-01 on 910513-17 & 20-
24. Exam   results:five  crews   satisfactorily   passed   dynamic   simulator   portion of
exam.Total failures consisted of one SRO.one RO & one crew.
DOORNBOS.R., PETERSON.H., JORDAN.MJ. Region 3 (Post 820201). 91/07/11.
11pp. 58480:298-58480:308.
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F. Security, medical, emergency & fire protection plans

9107020091 Advises that 910409 & 0614 Rev 14,Change 1 to emergency plan consist-
ent w/provisions of 10CFR50.54(q) & acceptable.

COLLINS.SJ. Region 4 (Post 820201). 91/06/25. BARKHURST.R.P. Entergy Oper-
ations, Inc. 3pp. 58316:304-58316:306.

9107020202 Revised EPIPs.including rev 16 to EP-001-010, "Unusual Event," Rev 16 to
EP-001-020, "Alert," Rev 16 to EP-001-030, "Site Area Emergency" & Rev 16 to EP-
001-040, "General Emergency." W/910627 Itr.
BURSKI.R.F. Entergy Operations, Inc. 91/06/27. 195pp. 58347:001-58347:086.

9107300159 Forwards insp rept 50-382/91-20 on 910610-14 & notice of violation.
COLLINS.SJ. Region 4 (Post 820201). 91/07/19. BARKHURST.R.P. Louisiana Power
& Light Co. 3pp. 58559:089-58559:096.

-9107300164 Notice of violation from insp on 910610-14.Violation noted: four portal
metal detectors at licensee personnel access point defeated by tests utilizing de-
scribed test weapon carried on person of testing individual.

*  Region 4 (Post 820201). 91/07/19. 2pp. 58559:093-58559:094.

-9107300169 Partially withheld insp rept  59-382/91-20  on   910610-14.  Violations
noted.Major areas inspected:physical security program,including  access control -
personnel,records & repts.security program audits & lock & key control.
CAIN.C.L Region 4 (Post 820201). 91/07/10. 2pp. 58559:095-58559:096.

9107260029 Submits affected pages of physical security plan.rev 11, change 2 & for-
wards description of change to facility physical security plan.W/o encl.
BARKHURST.R.P.  Entergy Operations,  Inc.  91/07/23.  Document Control  Branch
(Document Control Desk). 1p. 58576:124-58576:124.

9107290167 Forwards objectives for emergency preparedness exercise scheduled for
911023.Objectives cross-ref.where applicable, to NUREG-0654 & FEMA exercise ob-
jectives from exercise evaluation methodology manual.

BURSKI.R.F. Entergy Operations, Inc. 91/07/23. Document Control Branch (Docu-
ment Control Desk). 17pp. 58591:345-58591:360.

H. Genera! correspondence

9107240076 Provides change in NRC svc list for Waterford Steam Electric Station.
BURSKI.R.F. Entergy Operations, Inc. 91/07/19. Document Control Branch (Docu-
ment Control Desk). 3pp. 58552:048-58552:050.

P. Operating license stage documents & correspondence

9107020388 Requests for industry/NRC-accepted interpretation of "pratical" as applied
by ASME Code Section XI,IWV-3412(a). Licensee do not adequately analyzed safety
benefits in listed examples.

SMITH,W.F. Region 4 (Post 820201). 91/02/06. VIRGILIO.MJ. Assistant Director for
Region IV/V Reactors (Post 901216). 2pp. 58264:144-58264:145.

9107030177 Proposes that NRC/Region IV/Senior Util Executive conference be held
during month of Sept 1991 in Arlington.TX to provide open forum for candid discus-
sion limited to topics of general interest.W/list of proposed topics for conference.
MARTIN.R.D. Region 4 (Post 820201). 91/06/25. BARKHURST.R.P. Entergy Oper-
ations, Inc. 3pp. 58266:240-58266:242.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOWJ.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107080160 Discusses site audit on 910408-11 re procedure & training plans for per-
forming reviews pursuant to 10CFR50.59, "Changes,Tests & Experiments." No signifi-
cant safety concerns raised.Reviews w/current procedures acceptable.
WIGGINTON.D.L Project Directorate IV-1, 91/07/02. QUAY.T.R. Project Directorate
IV-1. 3pp. 58397:086-58397:088.

9107100299 Provides info on status of Generic Ltr 88-14, "Instrument Air Supply Sys
Problems Affecting Safety-Related Equipment," at plant.

BURSKt.R.F. Entergy Operations, Inc. 91/07/08. Document Control Branch (Docu-
ment Control Desk). 4pp. 58395:134-58395:137.

9107240232 Application for amend to license NPF-38,consisting of Tech Spec Change
Request NPF-38-116,subdividing TS 3/4.7.6 into four TSs covering three functions:CR
emergency air filtration sys.CR air temp & CR isolation & pressurization.
BARKHURST.R.P.  Entergy Operations,  Inc. 91/07/18.  Document Control  Branch
(Document Control Desk). 13pp. 58552:213-58552:239.

-9107240237 Proposed Tech Spec change for subdivision of TS 3/4.7.6, "Control
Room Air Conditioning Sys" into four TSs covering three functions:CR emergency air
filtration sys.CR air temp & CR isolation & pressurization.

*  Entergy Operations, Inc. 91 /07/18.14pp. 58552:226-58552:239.

Q. Inspection reports, IE Bulletins & correspondence

9107020388 Requests for industry/NRC-accepted interpretation of "pratical" as applied
by ASME Code Section XI.IWV-3412(a). Licensee do not adequately analyzed safety
benefits in listed examples.

SMITH,W.F. Region 4 (Post 820201). 91/02/06. VIRGILIO.MJ. Assistant Director for
Region IV/V Reactors (Post 901216). 2pp. 58264:144-58264:145.RACINOJ.,    DIEDERICH.G.J.   Commonwealth   Edison   Co.   91/07/12.   4pp.
